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ORGANIZATION 
The Niagara Falls Power Company 


President, 
Epwarp A. Wickes, New York City, 


Vice President and General Manager, 
Pritie P, Bartox, Niagara Falls, N. Y 


Secretary, f 
F, LE. Loverace, Niagara Falls, N.Y. 


Treasurer and Assistant Secretary, 
W. Paxron Lirtie, New York City ~ 
Canadian Niagara Power Company 


President, 

Wattace Nessrrr, Toronto, Onta 
Vice-President and Secretary, 

‘A. Moyro Grier, Toronto, Ontario. 
General Manager, 

Pxiuip P. Baxtox, Niagara Falls, 


Treasurer, 
W. Paxtox Lirtie, New York City. 


STAFF 


Superintendent of Operation 
Ita, Niagara Falls, N. Y. 
Assistant Superintendent, The Niagara Falls Powwer Co. 
N. Hrexs, Niagara Falls, 
Assistant eee Canadian Ree Prorat, 
Avsx. D. Ross, Niagara Falls, Ont. 


Mechanical Engineer, 
‘Ge Eopert, Niagara Falls, N. Y. 








Ensincering avian 
Rose, Niagara Falls, N. Y. 


Purchasing deen 
. Saxe, Niagara Palle, N.Y. 
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